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177

consists of a small piece of twig with several buds, Its base is cut
like a wedge. A vertical cleft is made into the decapitated stock
and the scion inserted so that its cambium comes in contact with
that of the stock. The wound is covered with wax to prevent

FIG. 183. Budding and grafting
Left, budding; center, whip grafting; right, cleft grafting
drying. Whip grafting is employed on small stocks. In this method
both stock and scion are cut obliquely and a vertical cleft is made
in each. Stock and scion are then fitted into each other so that the
cambiums are in contact. They are then tied together and the
junction is sealed with wax.